


Kew Modular Courses in Horticulture 


Fees and payment methods 

















Modular certificate Cost 
Kew Modular Certificate in glasshouse display practices - Palm House £3000 
Kew Modular Certificate in glasshouse display practices - Princess of Wales £3000 
Conservatory 

Kew Modular Certificate in Tender/Tropical Nursery Practices £3000 





e We accept a direct payment into our account from your bank account, via an Online Transfer 


Our bank details are: 
Lloyds Bank plc 
39 THREADNEEDLE STREET 
LONDON EC2R 8AU 


ENGLAND 


Sort Code: 30-65-41 


Account No: 37997468 


Account name: "Royal Botanic Gardens, Kew - main a/c" 


IBAN: GBOSLOYD30654137997468 


SWIFT code: LOYDGB21682 (also known as an IBAN Bic code) 


Please Quote Ref: 11130 -100 - Kew Modular Certificates in Horticulture and quote your surname on 


the payment. 


Payment of course fees are required to be paid prior to the commencement of the module. Fees 


are non-refundable once the module starts. 





